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66 Hotel Court 
Litchfield, III. 

New ultra modem brick constructed Court Con* 
taining 30 units. Central Heating. Year 
Round Comfort. Located on U. S. Hwy. 66 at 
Junction of State 16. AAA Recommended. 
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